WATERSHED  PROTECTION  DIVISION 
UPDATE  CALL  LOG-IN  REPORT 


Date:  03/22/2016 


CITY  OF  LOS  ANGELES 
WATERSHED  PROTECTION  DIVISION 
COMPLAINT  INVESTIGATION  REPORT 


Time:  0800AM  CASE  ID  NUMBER:  26036 


Purpose:  Homeless  Encampment 

Inspectors:  MICHAEL  MILLER 

Facility  Name: 

Location:  1820  N Argyle  Avenue 

Los  Angeles  90028 


ADAM  SMITH 


Cross  Street:  Franklin 


NOTES:  WPD  EOs  MM  and  AS  arrived  with  solids.  No  LAPD  on  site.  Site  not  cleaned. 


Inspector's  Name:  MICHAEL  MILLER 

INSPECTOR'S  SIGNATURE  

SENIOR  INSPECTOR'S  SIGNATURE 


DATE  SIGNED 
DATE  SIGNED 


